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PART m 

Stores Purchase 

Police Department 

SHORT TENDER NOTICE 

No. C1-M31-FSL/2009, ffijWiriM. 

Sealed tenders arc invited for the supply of Glawarej and JAures (List attached) so as to reach 
Director of Foreasic Science Laboratory, (Police Department! Thiruvananttiapuram on or before 12 Noon 
oi 10-12-2009, 

Tender No— 1/2009. 

Name—Labwarcs and Glassware*, 

Cost of tender forms—Rs. 1,500 @12.5% VAT, 

Date and time of opening of tender— 10-12-2009,3 p.m, 








TTie tended shuuld be superscribed with reader number and details 'of the items and addressed 
to the reel or, Forensic Science Laboratory, Thiruvananthapuram, Kerala, Late tender! will not be 
accepted. The tenders will he opened at the time mentioned above, in die presence of die tenderer! nr 
their authorised representatives (with proof of Identity) who may bo present at that time. 

Intending: tenderers may on application to the Director, Forensic Science Laboratory, Thiruvanantha- 
puram, obtain^ requisite tender forms on which the tender! should be submitted + "Tlic rale in to be 
quoted in Indian Money, No advance payment can be madr lor procuring any of the above items. 

Application for tenderforma should be accompanied by a cash remittance Of price fixed ffcr a form 
which zs not refundable- The sale of tender forms will be closed at 4 p- m, on 9-13-2009* Cheques, Drafts 
Postage Stamps etc* will not be accepted towards the Cost of forma nor will the form! be sent by V-P.P- 
However Money Orders sent in the name of the Direct or * Forensic Science Laboratory ? Thiruvananthapuram 
will be accepted. The amount should include the poatage/courier charge* for sending tender documents. 
The Money Order along with the request should reach Forensic Science Laboratary at least 7 days 
before the clotting of the tale of the tender document! enabling is to send the documents well in advance* 

Earnest Money Deposit {EMD} @1% of the quoted value should be furnished in favour of Director 
Forensic Science Laboratory, ThIniYananthapuram r The firms which are exempted from furnishing Earnest 
Money Deposit should produce a copy of relevant authorised document for verification. 

Specifications and list of items of tender Jshall be obtained from Forensic Science Laboratory 

with the tender forms. The firms should also furnish the detailed Specification*, mate brochures 2 

icchuicaE support network in Kerala ;ctc, of the items along with lenders The teriders without any 
detailed specifications ol queued items, brochures make etc. will be rejected forth with. The tender 
without separate envelop and not superiirsbing l.he lender number ete r wiil bo rejected. 

The tenders should also mention the details regarding ^wurriinty along with the tender documents* 
Preference will be given to the produce? quoted by the manufacturer or their aurhoriaed dealers 
having authorization from the original manufacturer. Similarly preferences will be given to the tenders 
having^ experience ol Supplying similar/sanm items to Government Department, Organisations or Scientific 
I institution* 

As the items are urgently required, the selected bidder wilf have to supply the item within two 

weeks. In case there 's any delay is supplying the items flue to any pressing circumstances, the 

tenders must, cite adequate, justifiably grounds in writings* 

Spec ideal ion ot the above items and more details can be obtained from Forensic Science Laboratory* 
Ihiruvatiamhapuram. Sample will have to be submitted bee cf cost whenever necessary which can be 
returned ordy alter die supply is effected. Polite Department is not liable to Bend any individual 
con i m uni cat ion, The raies quoted should be valid and fum till 3M-2D1U* 

The Director, Forensic Science Laboratory is empowered to reject Any tender without ^assigning any 
reason * 

a^norsrfimj.'W 1 ' nro^-rOora 1 " Ej&c^uno^tfW" 1 Br&OJtrtUmMW cjomr" ^riJAraenafflSfi^* 
oroocunn ejog ] j mT^otTiii svaicgi^cTiKtnltij^^ att^aiaou^t^ 19-12-2009 

12 ry^aijofon gy* rar^cin^fro'lfai Micron ^ji aw rv* *[u-n-n 

afl«eiE>nu 1 ' cucruA —fl 3/2009+ 

mf^m a\: g oj cn o —^ j u o.tj a & hToeang^o srn rr> rjj au j(o m hgr^ □ T 

Qnnjnaml&tfoo 1,500+12.5% cunoo 1 ^ 
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iremnifn:^ m1rm L ' 9-12-2009 ^^ni*s,Tg v 4 memnniaro f^o^aoj^trrirji&smL as$r*fl oyii^gjl 

- 4 * 1 " 1 jaODOtto iCftHniGg 0 . 1 Ie.i^ 0 jfr £Sl u 0 rys ^tml aulfolfim*, rsfr^oa^r^^mnnjoiflnura^ 

aanoof^cml^i" fTuoi;namj J cjiaciuon^^, w l(T>^ojfnnm-i.i^ra*-10 og^ern 
ojT p 1 no u frroiT ^ I ] 2 -j! (}f9 E u 1 1 9. u.snyl mu ran nus fuel *o«am i^a oj! to runn"! fsraeoi J 3 ta u a u t 

^s^o e m_.ijaioja'lnno rtfl^ oj: jfrc^^Cy an 0 - 5 ^rr.mg\, rauooro^e« 1 n-12-2009-no 0 9 (aemTdsa" 1 rdojlra^ 

rtnajsmorsfl I 00 roi^ srao ii?t ra^oj'l,rt r d^O|y^■ i 1 ojleof'^a a^cu^nrail^ 

tTP ^ a sn> l \ -a/r^tupav^ QG-cno^lofTi^riju sd^c.iofinj^ ^fl-^cncfiOi ojm^ono rT^^rt^ctu^^a^ng 

m I [o a ^ n ojjT (b ^.f^, Q y [ ojc 3 n_c' ; 0 o^oral fuj rw 0 ^ L cor goo&(tu' 1 " nru 0 r i Gtsnj ml ^^Cllmora 
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Specifications 
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I. Lfrbwure dud Glaaiwsre 
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PGR Tubes 0*2 tnl, (Pint caps) Clear (nutoolavable) 

FCR Tubes 0.5 mb (Tbit caps) Clear (autoclavablc) 

Microrentrifug^rtubes 1.5 mb (Flat Gaps) Clear (autoc livable) 
Centrifuge tube 50 ml, conical sterilized and racked £withstanding 
12000 rpm.) (aulOcJavable); 

Universal Yellow tjpa (compatible with Eppendorf Ipipctte) 
(autorlavablc) l—200 pb 

Maximum recovery lips 0-5-lrt^b|£compatiblc with Eppcndorf 
pipette) (autodavabfe) 

Universal Blue tips 100-1000 |jJ. (eoanpaiible with Eppondorf 
pipette) (antoclsvablfl) r 

PGR storage rack EG wd Is 

Aerosol Barrier tips ft. 5-10 nb (compatible with Eppcndnirf pipette) 
(autoe livable} 

Nitrile gloves Medium 

Nitrile gloves small 

PCR Plates Halt’ skirt dear 36 well 


Oakrid^c centrifitge rultcs Polycarbonate (withstanding more 
than 12000g.) round bottom with leak proof scv-cw cap and 
autoc livable 50 ml. capacity 

Oakridgo centrifuge tube Polycarbonate (withstanding more 
than l2fKM)g.} round bottom with leak proof screw cap and 
iuiotdacable 30 mb capacity 


Oakridgc centrifuge tubes Polycarbonate (withstanding more 
than i2GOOg>} round bottom wit lx leak proof screw cap and 
autodavable J5 mb capacity 
Wash bottles 503 mb (autocbivablc) 

Beaker Bor jcsil 500 ml rg 

llcaker Jktrosil 250 ml. „ 

Beaker Borosil 100 inb „ 

Beaker Bnro&il 50 mb tf 

Beaker Boreal I HHHI mb ,, 

Petri dish Borosil 15 cm* dia >T 

Petri dish iknvrsil 1ft cm. dm *. 


*i 


tt 


Conical flask 50 ml. Borosil tr 
Conical tlask 100 mb Boro&il tt 

Conical husk 250 ml. Borosil 

Rcagcm bottle Borosil 1000 ml. amber colour (ah toe livable) 
Reagent boitle Borosil 500 mb amber colour 
Reagent bottle Borodl 25ft ml. amber colour 
Rea gem boitie Berosil 125 mb amber colour 
Reagent bottle BorOflil 1600 mb colourless 
Reagent botile Borosil 508 ml. colourbi&s 
Reagent botljc Borusil 250 mb colourless 
Measuring cylinder Borosil iWSft mb 
Measuring cylinder BorOsil IftO mb 
Measuring cylinder Rornsil 50 ml. 

Reagent bottle Borcrdi 125 ml. colourless 
Scissors (Stainless Steel) 6" 

Scalpel (Stainless Steel) 

^Tissue paper roll 
Aluminium foil 
Mortar and Pestle (Porcelain) 

B^Akcr Polypropylene 100ft mb (auioclavable) 


2000 Not. 
1000 tJ 
1000 „ 
500 „ 

4000 „ 

4000 „ 

1000 „ 


5 ratks 
2ftftft Nos. 
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50 

n 
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24 
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10 

II 

12 
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ft 
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II. Cb«KnJctils 

*J Buffer with EDTA for Genetic Analyzer 

(Part No. 402824 from Applied Biosystems) 
*2 Amp I |L i$TR Jdeiui filer kit 

(Part No. 4322288 from Applied Bkrayatcnts) 


25 ml. X 7 

1 kit 



to ... .~ (? ) " __ 

*3 Amp FISTR Identifier Allelic Ladder 

(Pnrt No f 4373fi72 from Applied Biosystems) 

*4 Hidi Formamfrlc 

(Part No. 4311320 from Applied Eiosystcms) 

*5 3130 POP-4 Performance Optimised Polymer 

{from Applied Biosystcms) 

*0 Microamp optical adhesive sealing film For Ofi well plate 

(from Applied^Biosyitcms) 

Qiagen DNA kit 250 units 

8 Ethyl Alcohol MB grade 

9 Chloroform MB grade 
JsGamyl Alcohol MB grade 

■tfdJe; * Urgently required as the stock available may* s*ct exhausted immediately. 

Office of the Director of Forensic Science Laboratory, 

T biruvananth&puram* 


{*) 


l Pkt: 

25 mL X 1 


3.5 ml. X 5 

100 NO*. 

1 pfct. 

500 ml* X S 
500 ml. X 2 
500 ml- X 2 


m.) 

Director* 




